Approved For Release 2003/C 


V-RDP60-00594A 


s -f!r»U *• I 


IO1J0QO9^ 


T 


' 5 APR .1957 


Chief, Medical Staff 


Director of TraiaUg 

Special Training for Shoxt Sue Medical offleere 
REFERBBCEi *■» fir C/te t, MB, Ad JO ft. tf, S*)Mt « „ 


I « pl«»d ti»t u» „ fcrtda, i, *1. t. 

*" Ut “* * tod1 ^ SUff kjr tmtlM* tb. eo««tata« 

f*ogram of instruction roquet*** in year referenced none 

raS5dm * 1 ^ ® ador ®* deeira to praride 
Agency faniliarlaation for tMe category of rT w mm r t and 


**• to obtcia fro* tine a 


service. 


25X1 


Distribution* 0 & - £drse 

✓ 1 - Dffi 

i - ca:/rs/m 

1 - Chrono 


/Tj |( 

O/DTR/epc 


SIGNED 


Apr 57) 


Dooument ETo. 

„ N0 CHAKaE in 

t9 kciassifisd 

Wsss. : orfti: 3{3 10: 


lod 


Auth: 

Date: 


:o, 4 . Apr 77 

77 /J 2^2 


25X1 


Approved For Release 




5 : C1A-RDP60-00594A00020001 0009-5 

****&** Mur 


